To:  Guerra,  Jasmin[Guerra. Jasmin@epa.gov] 

From:  Peterson,  Cynthia 

Sent:  Mon  9/29/2014  3:07:40  PM 

Subject:  FW:  TASC  Contract  Support 

TO  #1  OSRTI  Multi  Regions  & HQ.docx 


Hi,  Jasmin. 


Deliberative  Process/Ex.  5 

I’m  trying  to  put  together  a list  of  all  the  potential  resources  we  could  provide  to  the  Upper 
Animas. 


Thanks! 

Cynthia 


Cynthia  Peterson 

Community  Involvement  Coordinator 
Public  Affairs  and  Community  Involvement 
U.S.  Environmental  Protection  Agency,  Region  VIII 
1595  Wynkoop  St.  (80C-PAI) 

Denver,  CO  80202-1129 
303-312-6879  - direct  dial 


From:  Faulk,  Libby 

Sent:  Wednesday,  August  20,  2014  7:32  AM 

To:  Chergo,  Jennifer;  Dalton,  John;  Guerra,  Jasmin;  Lane,  Jennifer;  Peterson,  Cynthia;  Warded, 
Christopher 

Subject:  TASC  Contract  Support 


1778062 


ED  000552  00015894-00001 


Hi  All, 


Was  able  to  get  a copy  of  the  TASC  contract  order  that  goes  into  more  details  about  what  a 


TASC  can  provide.  Eve  attached  it. 

Deliberative  Process/Ex.  5 

Deliberative  Process/Ex.  5 1 Jasmin,  could  you  look  into  this  with  Freya  if  you 

don’t  already  know?  1 

Deliberative  Process/Ex.  5 

Deliberative  Process/Ex.  5 

Thanks,  Libby 


Libby  Faulk,  PAI  Unit  Supervisor 

Public  Affairs  and  Community  Involvement 

US  EPA,  Region  8 

1595  Wynkoop  Street 

Denver,  CO  80202 

303-312-6083 
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